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Sta SL Sligh School 
Staysi Cirginia 


Foreword 


On behalf of the annual staff, we, the editors, hope the ’65 THUNDERBOLT has met the 
qualifications needed for a successful yearbook and willbe enjoyed by each and every mem- 
ber of Haysi High School now and for years to come. 

As, we, the seniors, depart from Haysi High School into the higher realms of life may 
this yearbook continually remind us of our good ‘‘ole’’ school days. 

We wish to extend our deepest appreciation to our sponsor, Mr. R, C, Hay, who has con- 
tributed endless time and patience to the success of this yearbook. 


Pain bine 


ponies 
Lt et 4 
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Ouperinten dent's 
WHE essage 


I offer you my most sincere congratulations on your gradua- 
tion from high school, This is an honor well earned. It is my 
hope and wish that you will continue your education and thus be 
even better equipped to lend your services to your fellow men. 

May youso lead your life that Haysi High School will be proud 


of you as one of its graduates, 


Paul W. Skeen 


PAUL W. SKEEN 

received his A.B, 
from Marshall 
University and his 
M.A, from Peabody 
College, 


TA vai Hoe 


Clyde E, Reedy has worked in the Dickenson County school system since 1926 as teacher, high school prin- 
cipal, and director of instruction. 

Mr, Reedy was born in Dickenson County July 28, 1908, the son of Rev, and Mrs, E, A. Reedy. He attended 
Bise Elementary School through the sixth grade, From there he went to Fremont Junior High School for his sev- 
enth, eighth, and ninth grade work, Theremainder of his high school work was done at Clintwood High School, 
completing in the spring of 1924. He entered Hiawassee Junior College, Madisonville, Tennessee, in 1924, 
finishing in the spring of 1926. 

At the age of 18, he started teaching high school classes at Kenady Junior High School in August of 1926. 
For the following three sessions he worked as principal of Fremont Junior High School, 

He was assigned as teacher and coach at Haysi High School for the session 1931-32, Under his direction, 
Haysi High boys won their first county basketball championship in the spring of 1932, In the fall of 1932, Mr. 
Reedy was assigned as principal of Clinchco HighSchool where he worked until 1943, From there he was moved 
to Ervinton High as principal, remaining there until 1953. He was appointed as the first director of instruction 
for Dickenson County schools in 1953 and has remained in that position to the present. 

He was married to Miss Flora Deel, a Dickenson teacher, in 1927, They had five children, four girls and 
one son, Three of the daughters attended Berea College; the son attended Hiawassee and East Tennessee State, 
and the other daughter attended business school. 

Mr, Reedy has worked wholeheartedly with all school officials, teachers, patrons, and pupils to see the 
county school system grow and expand, Particularly, he has always been ready to share his best efforts to help 
solve the problems of teachers and pupils with whom he worked, 

In addition to his school work, Mr, Reedy has been active in community and church work, He has served 
as a Freewill Baptist minister since 1941, pastoring three and four rural churches most of the time, Thus, he has 
shown a profound interest in the spiritual, educational, and cultural development of our county people, 


CLYDE E. REEDY 
attended Hiawassee, 
Emory and Henry where 
he received his B.S. 
degree, and Peabody 
College where he re 
ceived his M.A. degree, 


Trin Cip al’s 
Message 


Dear Seniors, 


I have enjoyed working with you the past five years, I sincerely hope that your association with 
the many facets of school life will add materially to future success, 

Graduation ceremonies mark the successful completion of five years’ study but need not be con- 
sidered an end to your association with the school, The faculty and I welcome the opportunity to as- 
sist, in every possible way, your quest for additional training or employment. 

Future success will depend on desire and preparation. Please take advantage of every available 
opportunity for self-improvement, Wisdom comes to no one by chance, 

May your cornucopia always be full and overflowing, your setbacks few, and your successes many. 
Goodbye, good luck, and God bless you. 


CaGawohort 


Cy Cy GeO 
attended East Ten- 
nessee State Uni- 
versity, University 
of Tennessee where 
he received his B.S., 
V.P.I. and the Uni- 
versity of Virginia 
where he received 
his M.A. 


Assistant Sin cipal’s 
Messa ge 


To you seniors of 1964-65, it certainly has been a wonderful experience working with you during 
your years at Haysi High School. 

What will your diploma mean to you? To some, it will signify your continuing an education at a 
trade or technical school; to some, it will be the end of your formal education; to others, it means a 


passport to college. 

It’s with hope that you will permit the teachings here to be guidelines toward becoming a good 
citizen in any community in which you may live, 

May each of you have a successful and happy future. 


Lee Deel 


LEE DEEL 
attended Tennessee 
Polytechnic Insti- 

* ture where he re= 
ceived his B.S, de- 
gree; he also 
attended East Ten- 
nessee State Uni- 
versity. 


GUIDANCE COUNSELOR 
Negatha Powers 


SECRETARY 
Patsy Kilgore 


With Shanks to... 


ELEMENTARY SECRETARY 
Katy Yates 


LIBRARIAN 
“ Violet Tarwater 
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“IT would not hesitate to say that the 
United States is the finest society 6n.a 


rot 
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Alfred North Whitehead 


DAWN AMBURGEY 
Home Economics 
Bob Jones University 


fe £.. Bed 


JOSEPH COLLEY 
General Science 
Tennessee Wesleyan 
B.S. Degree 


English 

History 

Johnson Bible College 
Radford College 

Emory and Henry College 


BOB BAKER 

Football Coach 

Physical Education 
Health 

Carson- Newman College 
B.S. Degree 


MARY COLLEY 
Physical Education 
Health 

Clinch Valley College 
U. of Va. , Hiwassee 
V.P.1,, Radford College 
Pikeville College 


GEAVELON GOREBY:; 
General Science 
Waele 

BS, Degree 

Us Ol Wei, Binal WIL 
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ZANE GREY COUNTS 
Baty 

Englis 

Clinch Valley College 
East Tennessee State 
Bio. Degree 


BETTY DEEL 
Biology 

Science 8 

East Tennessee State 
Base Degree 


HOMER R, DEEL 
Typing I and II 
Lees-McRae, A.A. 
Emory and Henry, B. A, 
U. of Va. , Radford 
Graduate Work 


HOWARD E, HARRISON 
Math 

Science 

Clinch Valley College 
Concord College 

B.S. Degree 


RAY McALLISTER 
Agriculture 

Emory and Henry College 
B, A. Degree 

V.P.1., Vocational Ag. 


LEE DEEL 

Assistant Principal 
Algebra II, Physics 
Plane Geometry 
Uae 

B.S, Degree 


JOLENE HAY 

English 

University of Virginia 
B.S, Degree 

East Tennessee State 
M.A, Degree 


ROY DEEL 

Math 

Mechanical Drawing 
Emory and Henry 

U, eh Vas 

B.S) Degree 


Ro GSH AY 
Journalism 
History 
East Tennessee State 
B.S. and M, A. Degrees 


ERDMAN W, MULLINS 
Agriculture 

General Mechanics 

Wr 12 II 

B.S, and M, S, Degrees 


NORMAN MULLINS 
American Govemment 
History 

Lincoln Memorial 
University 

B.S. Degree 


KATY JO POWERS 
Homemaking II, III, IV 
Madison College 

B.S. Degree 

UL, Ge WA, eine! Wo 12 TI, 
Graduate Work 


VIOLET C, TARWATER 
Librarian 

Radford College 

B.S. Degree 

East Tennessee State 
Library Certification 


MAYNARD OWENS 
American Govemment 
World History 
Geography 

University of Tennessee 
B.S, Degree 


LEONARD O, POWERS 
Algebra I, II, Adv. Alg, 
C.V.C., Emory and Henry 
a1 SRW 5 18s AN: 

(W, oH WA. 

Graduate Work 


EULA PHILLIPS 
English 

Speech and Drama 
Lincoln Memorial 
University 

B.S, Degree 


JAMES R, ROBINSON 
Bookkeeping, Shorthand 
Business English 

Business Law 

George Washington Univ. 
University of Kentucky 


DAN TILLER 
English, Spanish I 
Emory and Henry 
B.A. Degtee 

East Tennessee State 
Graduate Work 


JACK TURNER 

Math, Chemistry 
Biology 

Clinch Valley College 


Carson-Newman College 


B, S. Degree 


GRANVILLE J. OWENS 
Elementary Principal 
Hiwassee College 
University of Virginia 
East Tennessee State 
B.S, Degree 


ARTHUR COUNTS 
Seventh Grade 

Hiwassee College 

Emory and Henry College 
Clinch Valley College 
East Tennessee State 


JOYCE TURNER 

History 

English 

Carson- Newman College 
East Tennessee State 
Bo. Degree 


EMMA ARRINGTON 
Seventh Grade 
Science, Reading 
Hiwassee College 
Radford College 
University of Virginia 


CHARLES’ S, YATES 
English, Economics 
U.S, Geography 
Wiss CCH AMES salu @= 
East Tennessee State 
B.S. Degree 


ELIZA BYERS 
Seventh Grade 
Radford College 
B.S. Degree 
Pikeville College 
Graduate Work 


JOYCE HARRISON 
Seventh Grade 
Health, Phys. Ed, 
Radford Collen 
U.- of Va; 
Pikeville College 


TRULAH POWERS 

Sixth Grade 

Clinch Valley College 
Emory and Henry College 
Radford College 

B.S. Degree 


BONNIE S, BALL 

Fourth Grade 

Radford College 
University of Virginia 
Arkansas State Teachers’ 
College 


NOT PICTURED 

JUANITA B, POWERS 

Sixth Grade 

Lincoln Memorial University 
B.S, Degree 


VIRGINIA A, TREADWAY \ 


ETHEL PUCKETT 
Fifth Grade 
Radford College 
B.S. Degree 


ROBERT HALL 

Fifth Grade 
Hiwassee, A. A. 
East Tennessee State 
B.S, Degree 
Graduate Work 


JOYCE MULLINS 
Second Grade 
Radford College 
B.S, Degree 


“ iz fe ~ 


Third Grade 

Bob Jones College 
Clinch Valley 
Radford College 
B.S, Degree 


NOT PICTURED 
MAE SUTHERLAND 
First Grade 
Hiwassee College 
U. of Va. 


Seniors 


“Be Americans. Let there be no sectionalism, no 
North, South, East or West; you are all dependent 


one on another . . . In one word, be a nation...” 


George Washington 


Tn Memoriam 


LARRY DOUGLAS ARRINGTON 
son of 
Mr. and Mrs. Douglas Arrington 


ACTIVITIES 


Pep Club 
Baseball 
Football 
Track 
Folk Dancing Club 
KV iG. 
Drama Club 
Monogram Club 


1st. Place Winner in Public Speaking 
District Forensic Meet 

3rd, Place Winner in Public Speaking 

State Forensic Meet 


There are some we meet along the way 
who can make life more worthwhile. 

There are some who can brighten 

the darkest day with a nod and a 

cheery smile. 


There are some who play the game of 
life by observing the Golden Rule. 
Who practice that tenet every day 
at home, in sports, or school. 


There are some we are proud to have 
as a friend. 

There are some it's a joy to know 
who set an example in every way, 

Everywhere that they go. 

This is the way everyone knew Larry. 


PRESIDENT 


Larry Mullins 
VICE-PRESIDENT 


Harry Anderson 


SECRET ARY- 
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Ann Ramey 
REPORTER 


Miss Sensor 


MARLENE ROBERTS 


Mr. Senior 


LARRY MULLINS 


GARY CURTIS ANDERSON 
son of 
Mr. and Mrs, 
Shelby Anderson 


HARRY KISER ANDERSON 
son of 
Mrs, Ruby Anderson 


BRENDA ANDERSON 
daughter of 
Mr, and Mrs, 
Aubrey Anderson 


MILDRED EVELYN BAILEY 
daughter of 
Mr. and Mrs, 

Basil Bailey 


MARY RUTH ANDERSON 
daughter of 
Mr. and Mrs, 
Starling Anderson 


ROGER BARTLEY 
son of 

Mr. and Mrs, 

Carroll Bartley 


RONNIE BARTLEY 
son of 
Mr. and Mrs, 
Carroll Bartley 


EARL BARTON 
son of 
Mr, and Mrs, 
Tivis Barton 


SHARON BREEDING 
daughter of 
Mr. and Mrs. 
Clyde Breeding 


LINDA KAY BISE 
daughter of 
Mrs, Alice Anderson 


SONNY WAYNE BURNETT 
son of 
Mr. and Mrs, 
Gene Burnett 


\ 


BETTY CAUDILL 
daughter of 
Mr. and Mrs. 
Willis Caudill 


GLADYS BOWEN 
daughter of 
Mrs, and Mrs. 

Armond Bowen 


VIRGINIA LOIS BYER 
daughter of 
Mr. and Mrs. 
Lee Byers 


i 
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GARY LYNN COLLE 
son of 
Mr, and Mrs, 
Allen R, Colley 


JOMCE COLE 
daughter of 
Mr. and Mrs, 
Eddie Colley 


BOBBY COUNTS 
son of 
Mr. and Mrs, 
Emory Counts 


LOIS STANLEY DAVIS 
wife of 
Mr, Danny Davis 


CAROLINE DEEL 
daughter of 
Mr, and Mrs, 


Chris Deel 


PAULA JAN COUNTS 
daughter of 
Mr, and Mrs. 
Fletcher Counts 


DELORES DEEL 
daughter of 
Mr. and Mrs, 
Donald Deel 


ERVIN RAY DEEL 
son of 
Mr. and Mrs. 
Lonnie Deel 


JIMMY DARRELL DEEL 
son of 
Mr. and Mrs. 
Joseph Deel 


DUANE EARNEST DEEL 
son of 
Mr, and Mrs, 
Earnest Deel 


ROGER VON DEEL 
son of 
Mr, and Mrs. 
Roy Deel 


SHARON L. DEEL 
daughter of 
Mr. and Mrs, 
Lester Deel 


LINDA GAY DEEL 
daughter of 
Mr. and Mrs, 
Zoudie Deel 


SUSAN DEEL 
daughter of 
Mrs. Nina Counts 


GAIL DELANEY 
daughter of 
Mr, and Mrs. 

Findin Delaney 


SHEARL DWIGHT DUNCAN 


WANDA DEEL 
daughter of son of 
Mr, and Mrs, Mr. and Mrs. 
Roy Duncan 


Alex Deel 


GARY SHANE EDWARDS 
son of 
Mr, and Mrs. 
Garland Edwards 


DONALD CARSON EDWARDS 
son of 
Mr. and Mrs. 
Carson Edwards 


KIMBERLY EDWARDS 
son of 
Mr. and Mrs. 
Earl Edwards 


ROGER LEE EDWARDS 
son of 
Mr, and Mrs, 
Ernest Edwards 


Zi 


MARY KATHLEEN EVERETT 
daughter of 
Mr, and Mrs. 
Lee Davis 
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BILLY JOE FARMER 
son of 
Mr, and Mrs, 
Wesley Farmer 


RONALD MACK EDWARDS 
son of 
Mr. and Mrs, 
Delmon Edwards 


BERTHA MAE FULLER 
daughter of 
Mr. and Mrs. 
Obra Fuller 


ROGER LEE FIELDS 
son of 
Mr. and Mrs, 
Clarence Fields 


JOYCE NELL FULLER 
daughter of 
Mr. and Mrs. 
Perry Fuller 


SANDRA JANE FULLER 
daughter of 
Mr. and Mrs. 
Leonard Fuller 


MAVIS YVONNE GREEN 
daughter of 
Mr, and Mrs. 
Alfred Green 


JAMES CECIL GARTIN 
son of 
Mrs. Alta Gartin 


NORMA JEAN HAY 
daughter of 
Mr. and Mrs, 
Burns Hay 


JIMMY EDWARD HELBERT 
son of 
Mr. and Mrs, 
Brice Sanders 


ROGER LEE HAY 


ROY MICHAEL HURT 


son of son of 
Mr. and Mrs, Mr. and Mrs, 
Curtis Hay Edd Hurt 


PAUL GREER KISER 
son of 
Mrs. Marie Kiser 


CHARLES ERNEST MILES 
son of 
Mr, and Mrs, 
C, W. Miles 


NORMA JEAN LYONS 
daughter of 
Mr. and Mrs, 
Elbert Lyons 


DANNY RAY MULLINS 
son of 
Mr, and Mrs, 
Jim Mullins 


we 


CURTIS WAYNE MULLINS 
son of 
Mr. and Mrs, 
N, B, Mullins 


JUDY MULLINS 
daughter of 
Mr. and Mrs. 

Leonard Mullins 


CHARLES BILLY MITCHEM 
son of 
Mr, and Mrs, 
Clarence Mitchem 


JOHNNY MACK MULLINS 
son of 
Mr, and Mrs. 
Napoleon Mullins 


HELEN MURPHY 
daughter of 
Mr. and Mrs. 
Lonzo Murphy 


LARRY GALE MULLINS 
son of 
Mr. and Mrs. 
Hugh Mullins 


JERRY WAYNE MUSICK 
son of 
Mrs, Martha Musick 


ROGER WAY NE NEWBERRY 
son of 
Mr. and Mrs. 
Thomas Newberry 


PAIGE MUSICK 
daughter of 
Mr, and Mrs, 
Rufus Musick 


LOUIE O’QUINN 
son of 
Mr. and Mrs, 
Morgan O’ quinn 


WONEDA O’ QUINN 
daughter of 
Mr. and Mrs. 
Roscoe O’ quinn 


CHERYL LYNN OWENS 
daughter of 
Mr. and Mrs, 


Francis Owens 


JOYCE GAIL OWENS 
daughter of 
Mr. and Mrs. 
Earl Owens 


BRENDA L. OWENS 
daughter of 
Mr. and Mrs. 
Willis Owens 


SANDRA JANE OWENS 
daughter of 
Mr, and Mrs, 

Roy Owens 


SHEILA JANE OWENS 
daughter of 
Mr, and Mrs, 
Woodrow Owens 


MOLLY OWENS 
daughter of 
Mr. and Mrs, 
Barney Owens 


BRENDA GAYLE PAYNE 
daughter of 
Mr, and Mrs, 
Charley Payne 


DIANA GAIL POWERS 
daughter of 
Mr, and Mrs, 
Sidney Powers 


LORETTA SUE POWERS 
daughter of 
Mr. and Mrs, 

Harvey Powers 


ROGER LEWIS PHIPPS 
son of 
Mr, and Mrs. 
Audie Phipps 


ELIZABETH ANN RAMEY 
daughter of 


=— Mr. and Mrs, 


ain 


RICHARD LON POWERS 
son of 
Mr, and Mrs. 
Monroe Powers 


Ersel Ramey 


BILLY RALPH RATLIFF 
son of 
Mr, and Mrs, 
Corbitt Ratliff 


MARLENE ROBERTS 
daughter of 
Mr, and Mrs, 
Orel Roberts 


ROSE MARIE ROSE 
daughter of 
Mr. and Mrs. 
Carlos Rose 
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BETTY SUE ROSE 
daughter of 
Mr. and Mrs, 

Avin Rose 


FRANCES LOUISE SCOTT 
daughter of 
Mr, and Mrs, 
Early Scott 


NINA SILCOX 
daughter of 
Mrs. Ica Mae Silcox 


SUE SHECKLER 
daughter of 
Mr, and Mrs, 

W. H. Sheckler 


DARLENE STANLEY 
daughter of 
Mr, and Mrs, 
Ernest Stanley 


GENE STANLEY 
son of 
Mr. and Mrs, 
Rex Stanley 


DENNY RAY SUTHERLAND 
son of 
Mrs. Mary Cain 


GINDYesm CLAIR: 
daughter of 
Mr. & Mrs. 

Henry St. Clair 


KAT HERYN SUTHERLAND 
daughter of 
Mr. & Mrs. 
Bruce Sutherland 


LINDA TACKETT 
daughter of 
Mr. & Mrs. 
Asa Tackett 


BETTY SYKES 
daughter of 
Mr. & Mrs. 
Banner Sykes 


JULIE GAY TAYLOR 
daughter of 
Mr. & Mrs. 
Clay Taylor 


LONNIE THACKER, JR, 
son of 
Mr. & Mrs. 
Lonnie Thacker, Sr, 


DENNIS MORGAN TURNER 
son of 
Mr, and Mrs, 
Jeff Turner 


PATRICIA TREADWAY 
daughter of 
Mrs, Virginia Treadway 


EUGENE TURNER 
son of 
Mr, and Mrs. 
Garfield Turner 


KYLE PATTERSON VIERS 
son of 
Mr. and Mrs, 
Stacy Viers 


JACK VIERS MACK VIERS 
son of son of 
Mr. and Mrs, Mr. and Mrs, 


Hardin Viers Hardin Viers 


KAREN EILEEN WILLIS 
daughter of 
Mr. and Mrs, 
N. P. Willis 


ROSEMARY WRIGHT 
daughter of 
Mr. and Mrs. 
Parke Wright 


DAVID CHARLES YATES 
son of 
Mr. and Mrs. 
Gurvis Y ates 


ARVIL CLINE WOOD 
son of 
Mr, and Mrs. 
Swanson Woods 


RICHIE ERVIN YATES 
son of 
Mr, and Mrs, 
Ervin Yates 


RONALD CLINE YATES 
son of 
Mr, and Mrs, 
Logan Y ates 


LOIS ANN YATES 
daughter of 
Mr, and Mrs, 
Fred Y ates 


BRENDA SUE YOUNG 
daughter of 
Mr. and Mrs, 
Frank Young 


College Bound Seniors 


Sue Powers, Ann Ramey, Gail Owens, Sharon Deel, Paula Counts, Mildred Bailey, Patricia Treadway, 
Richard Powers, David Yates, Billy Ratliff, Eugene Turner, Roger Deel, Ronnie Bartley, Roger 
Bartley, Larry Mullins, Richie Yates, Rosemary Wright, Lynn Colley, Diana Powers, Paige Musick, 


Marlene Roberts, Gail Delaney, Harry Anderson, Roger Phipps. 


Senior Glossary 


BRENDA ANDERSON - GAA 1-2-3-4, Vice-President 
3, President 4; FHA 1-2-3, Chaplain 2, Reporter 
3; Pep Club 2-3-4; Bible Club 2; Business Club 4, 

GARY C, ANDERSON - FFA 1-2, Secretary 2; KVG 
2-4; Folk Dancing Club 1; Junior Varsity Basket- 
ball Manager 2. 

HARRY ANDERSON - Key Club 3-4; NHS 3-4, Re- 
porter 4; Basketball 1-2-3-4; Football 1-2-3-4, 
Captain 4; Baseball 1-4; Track 3-4; Monogram 
Club 2-3-4, Vice-President 3, President 4; Folk 
Dancing Club 2-3-4, Vice-President 3; Pep Club 
2-3-4; FTA 4; SCA 1; Class Vice-President 4. 

MARY RUTH ANDERSON - FHA 1-2-3, Vice-Presi- 
dent 3; Pep Club 1-4; Bible Club 1-4; Drama 
Club 8; Book Club 4; FBLA 4, 

MILDRED BAILEY - FHA 1-2; Art Club 1; Pep Club 
2-3-4; Science Club 1-2; FBLA 4; Monogram Club 
4; 4-H Club 3-4; Drama Club 4; Folk Dancing 
Club 2-8-4; Math Club 4; Substitute Cheerleader 
4, 

ROGER BARTLEY - Key Club 2-3-4, Treasurer 4; 
Science Club 1-2-4, Reporter 1, President 4; 
Math Club 4; NHS 2-3-4; Monogram Club 4; FTA 
3-4, 

RONNIE BARTLEY - Key Club 2-3-4; NHS 2-3-4, 
Vice-President 8; Math Club 4, Vice-President 4; 
Science Club 1-2-3-4, Reporter 2; Monogram 
Club 3-4; FTA 4; Folk Dancing Club 1-2-3-4; 
SCA 1; Baseball 1-4; Track 3-4. 

EARL BARTON - Safety Patrol 2; Track 2-3-4; Foot- 
ball 3-4; Pep Club 3-4; Folk Dancing Club 3-4; 
Monogram Club 4; Baseball 4, 

LINDA BISE - Pep Club 2-3-4; Book Club 3-4; FBLA 
4; FHA 2; GAA 2-8. 

GLADYS BOWEN - FHA 1; Folk Dancing Club 3-4; 
Pep Club 3-4; FBLA 4, 

SHARON BREEDING - 4-H Club 2-3-4; Bible Club 1- 
2-3-4; Folk Dancing 1-3-4; Book Club 3-4, Pres- 
ident 4; Math Club 4, Secretary 4; Science Club 
4; FHA 1-2; FTA 3-4; Pep Club 1-3-4; SAC 4, 

WAYNE BURNETT - Pep Club 4; Folk Dancing Club 
4; Drama Club 4, Reporter 4, Business Manager 4; 
Monogram Club 4; Football 2-3-4; Class Reporter 
4; KVG 3-4; Annual Staff 4, Sports Editor, Artist; 
Paper Staff 4, Sports Editor, Artist. 

VIRGINIA LOIS BYERS - FHA 1-2-3; Pep Club 1-2-3- 
4; Bible Club 4; Book Club 4; Folk Dancing Club 
1-2-3; FBLA 4, 


BETTY RUTH CAUDILL - FHA 1-2-3; 4-H Club 4; 
FBLA 4, 

JOYCE COLLEY - Folk Dancing Club 1-2; Pep Club 
2-3; FHA Club 1-2-3-4, Secretary 3; Book Club 
3; FBLA 4; Bible Club 3-4; 4-H Club 3-4, 

LYNN COLLEY - Football 2-3-4; Basketball 1-2-4; 
NHS 2-3-4; Key Club 2-3-4, Secretary 3-4; Folk 
Dancing Club 1-2-3-4; Monogram Club 2-3-4, 
Reporter 4; 4-H Club 3-4; Paper Staff 4, Sports 
Editor; Annual Staff 4, Sports Editor; KVG 4; Sci- 
ence Club 2-4; Pep Club 3-4; Book Club 4; Bible 
Club 3-4, 

PAULA JAN COUNTS - Folk Dancing Club 1-2-3-4, 
Secretary 3; Bible Club 2-3-4, Songleader 4; GAA 
3-4, Point Recorder 3; Book Club 3-4; FTA 3-4; 
Pep Club 1-2-3-4; 4-H Club 4; NHS 3-4; FBLA 4; 
FHA i-2-4; Drama Club 4, 

BOBBY COUNTS - Football 3; Pep Club 1-2-3-4; Art 
Club 2; Science Club 1; FBLA 4; Monogram Club 3, 

LOIS S, DAVIS - 4-H Club 1-2-3, Songleader; Bible 
Club I-2, Vice-President; FHA 1-2; Pep Club a=2; 
Drama Club 8. 

CAROLINE DEEL - FHA 1-2-3-4; Folk Dancing Club 
1-2-8, 

DELORES DEEL - FHA 3-4, 

DUANE DEEL - Science Club 4; Folk Dancing Club 4; 
4-H Club 4; KVG 4; Drama Club 3; Safety Patrol 
T-2=3; Pep Club i-2- 

ERWIN DEEL - KVG 4, 

LINDA DEEL - FHA 1-2-8, 

ROGER DEEL - Science Club 1-2-3-4; Key Club 3-4; 
NHS 2-3-4; FTA 3-4; Math Club 4, 

SHARON L, DEEL - Pep Club 2-3-4; NHS 3-4; FTA 3- 
4, Secretary 4; Book Club 3-4; Bible Club 2-3-4; 
FBLA 4; Drama Club 4, Secretary-Treasurer 4; 
BEAw Is S@AwIs 

SUSAN DEEL - FHA 1-2-8-4; 4-H Club 4; Folk Danc- 
ing Club 4, 

WANDA DEEL - FHA 1-2-3-4; Band 2; Pep Club 3; 
4-H 1-2; Bible Club 2; Folk Dancing Club 3-4, 

GAIL DELANEY - Folk Dancing Club 1-2-3-4; GAA 
3-4, Treasurer; Bible Club 3-4; FHA 1; FBLA 4, 
Secretary; Book Club 4; 4-H Club 4; Science Club 
4; Drama Club 8; Pep Club 2-3-4, 

SHEARL D, DUNCAN - Book Club 8; Football 3-4; 
Basketball 3-4; Folk Dancing Club 4; FBLA 4; 
Monogram Club 3-4; Pep Club 4; KVG 4, 

DONALD EDWARDS - KVG 4; Folk Dancing Club 4, 


GARY EDWARDS - KVG 2-4; Monogram Club 3-4; 
Basketball 3-4; Track 3, 

KIMBERLY EDWARDS - FFA 2-3-4, 

MACK EDWARDS - Band 1-2; Folk Dancing Club 3- 
4; Football 3; KVG 4, 

ROGER EDWARDS - Safety Patrol 1, 

KATHY EVERETT — Folk Dancing Club 1=-2-3-4; 
GAA 1-2; FHA 1-2-3-4; Pep Club 3-4; Drama 
Club 3; Book Club 4, 

ROGER FIELDS - Key Club 3-4; KVG 3-4, 

BERTHA MAE FULLER - FHA 1-2-3-4; Folk Dancing 
Club 3. 

JOYCE NELL FULLER - FHA Club 1-2-3, Secretary; 
Bible Club 1-2; 4-H Club 1-2; Book Club 1; 
BBE AwIs 

SANDRA FULLER - Folk Dancing Club 1-2-4; FHA 
1-4; 4-H Club 1-4; Pep Club 4; FBLA 4; Bible 
Club 4, 

MAVIS GREENE - Book Club 38; Folk Dancing Club 
1-2-4; Bible Club 3; FHA 1-2-4; Pep Club 1-2-3-4, 

NORMA JEAN HAY - Art Club 2; FHA 1-2; Bible Club 
3; Pep Club 3-4; Book Club 3-4; FBLA 4, 

ROGER HAY - Baseball 4; Basketball 1-2-3-4; Track 
1-2-3-4; Science Club 4, Treasurer 4; Book Club 
3-4, Secretary-Treasurer 4; FFA 1-2, Reporter 2; 
Monogram 3-4; Pep Club 3. 

ROY HURT - Safety Patrol 2, 

JIM HELBERT = Pep Club 1-2-3; Science Club 1; KVG 
1; Math Club 1; Baseball 1, 

MORRIS FRED KISER - FFA 1-4. 

PAUL GREER KISER - FFA 1-2; Folk Dancing Club 2- 


3; Pep Club 2-4; 4-H Club 2-3-4; Safety Patrol 1-2. 


NORMA JEAN LYONS - Pep Club 3-4; FHA 1; Folk 
Dancing Club 3-4; Paper Staff 4, Typist; Annual 
Staff 4, Typist. — 

CHARLES ERNEST MILES - 4-H Club 2-3; Folk Danc- 
ing 1-2-3-4; Science Club 4; Pep Club 2-3-4; 
FBLA 4, 

BILL MITCHEM - Folk Dancing 1-2-3-4; Pep Club 
1-2-3-4; FFA 1, Sentinel 1; KVG 2-3-4; Monogram 
Club 2-3-4; Class Vice-President 3; Basketball 2- 
3-4; Football 2-3-4; Track 3-4; Baseball Manager 
1-2; Drama Club 4, Vice-President 4. 

CURTIS WAYNE MULLINS - Football 1-2; Folk Danc- 
ing 2-3-4, President 4; Pep Club 3-4; Basketball 
Manager 1; FBLA 4; KVG 4; Safety Patrol 1. 

DANNY MULLINS - FFA 1-2-3; Safety Patrol 1-2-3- 
4, KVG 1, 

JOHNNY MULLINS - 4-H Club 1-2-3-4; Folk Danc- 
ing Club 1-2-3-4; Pep Club 3-4; Science Club 4; 
FBLA 4, 


JUDY LORENE MULLINS - FHA 1-2; Pep Club 2-3-4; 
4-H Club 8-4; FBLA 4; Book Club 4, 

LARRY MULLINS - Class President 4; Class Secretary- 
Treasurer 3; Key Club 2-3-4, Treasurer 3, Presi- 
dent 4; NHS 2-3-4; Science Club 1-2-3-4; Math 
Club 4, Treasurer 4; Basketball 1-2-3; SAC 4, 

HELEN BERNEICE MURPHY - FHA 1-2-3; Pep Club 
3-4; Book Club 4; Bible Club 4; FBLA 4, 

JERRY MUSICK - Pep Club 3-4, 

PHYLLIS PAIGE MUSICK - Band 1-2, Secretary 2; 
Folk Dancing Club 1-2-3-4; FHA 1; NHS 2-3-4; 
FTA 3-4; Pep Club 3-4; Book Club 4; FBLA 4, 
President; Drama Club 8, 

ROGER NEWBERRY - FFA 1-2-4; Pep Club 1-2-3-4; 
Folk Dancing Club 1-2-3-4; Drama Club 3; KVG 
4; FBLA 4; Science Club 8, 

WONEDA O'QUINN - Pep Club 3-4; FBLA 4; FHA 2, 

BRENDA L, OWENS - FHA 1-2-3; Pep Club 4; 4-H 
Club 4; FBLA 4, 

CHERYL LYNN OWENS - FHA 2-3-4; Pep Club 3-4; 
Bible Club 3; GAA 2-3-4; Folk Dancing Club 2-4; 
FBLA 4, 

JOYCE GAIL OWENS - Pep Club 1-2-3-4; Folk Danc- 
ing Club 2-3-4; Paper Staff 4, Chief Typist; An- 
nual Staff 4, Chief Typist; FHA 1; FTA 3-4; Band 
1-2, 

MOLLY OWENS - FHA 2; GAA 2; Pep Club 4; Folk 
Dancing Club 3-4, Vice-President 4. 

SANDRA OWENS - FHA 2-3; Pep Club 1-2-3-4; Folk 
Dancing Club 1-2-3; GAA 2-3-4; FBLA 4; Band 2, 
Secretary 2; 4-H Club 2, 

SHEILA JOAN OWENS - GAA 1-2; Folk Dancing Club 
3-4; Pep Club 4; FHA 1, 

BRENDA GAYLE PAYNE - Folk Dancing Club 1-2-3-4; 
GAA 1-2-3; FHA 1-2; Pep Club 1-2-3; FBLA 4; 
Book Club 4; 4-H Club 1-8, 

ROGER PHIPPS - Basketball 1-2-4; Key Club 3-4; 
Science Club 4, 

DIANA GAIL POWERS - Pep Club 1-2-3-4; Folk Danc- 
ing Club 2-3-4; FTA 3-4, Vice-President 3-4, 
Reporter 4; FBLA 4, Vice- President 4; Paper Staff 
4, Organizations Editor, Typist; Annual Staff 4, 
Organizations Editor, Typist. 

LORETT A SUE POWERS - GAA 2-3-4; Folk Dancing 
Club 1-2-3-4; NHS 2-3-4; Bible Club 3; FTA 3- 
4; Monogram Club 4; Pep Club 1-2-3-4; Book 
Club 3-4; FHA 1; Math Club 4; Paper Staff 4, Co- 
Editor; Annual Staff 4, Co-Editor. 

RICHARD POWERS - Key Club 3-4; KVG 2-3-4; Math 
Club 4; Science Club 4; Folk Dancing Club 3-4; 
Pep Club 2-3-4; Book Club 4, Reporter 4; Basket- 


ball 4, 

ELIZABETH ANN RAMEY - FHA 1-2; FTA 3-4, Treas- 
urer 4; NHS 2-3-4, Treasurer 4; Folk Dancing 
Club 2-3; Bible Club 3-4, Vice-President 4; Pep 
Club 2-3-4; Book Club 3-4; Paper Staff 4, Business 
Manager; Annual Staff 4, Business Manager; Class 
Secretary- Treasurer 4, 

BILLY RATLIFF - SCA 1; Key Club 2-3-4; Basketball 
2; Track 4; Math Club 4, President 4; Pep Club 4; 
Folk Dancing Club 2-3-4; Science Club 4; SAC 4; 
Baseball 4, 

MARLENE ROBERTS - FHA 1-2; SCA 2; SAC 38-4, 
President 4; Bible Club 2-3-4, President 2-3-4; 
FTA 3-4, President 3-4; NHS 2-3-4, Secretary 4; 
Class Reporter 3; Drama Club 4, President 4; Paper 
Staff 4, Co-Editor; Annual Staff 4, Co-Editor; 
Book Club 3-4; Pep Club 2-3-4; Science Club 1; 
GAA 3-4, 

BETTY SUE ROSE - FHA 1-2-3; Folk Dancing Club 
1-2-3-4; Pep Club 3-4; Drama Club 3; Safety 
Patrol 2; Book Club 4; 4-H Club 4; FBLA 4; Sci- 
ence Club 4, 

ROSEMARIE ROSE - FHA 1-2-3; 4-H Club 4; Pep Club 
2-3-4; FBLA 4; Book Club 4. 

FRANCES S COT ric Hi-yvClubeinsReporter.GAA 
2-4; Folk Dancing Club 2-3-4; Pep Club 2-3-4; 
Book Club 4; FBLA 4; Drama Club 3, 

WANDA SUE SHECKLER - FHA 1-2; GAA 1-2; 4-H 
Club 1-2; Book Club 1-2-4; Pep Club 4; FBLA 4; 
Folk Dancing Club 4; Bible Club 1-2, 

NINA SILCOX - Folk Dancing Club 1-2; Pep Club 2- 
8; FHA 1-2; Book Club 3; FBLA 4; Bible Club 3-4; 
4-H Club 1-2; Drama Club 4, 

DARLENE GAYLE STANLEY - 4-H Club 3-4; FHA 1- 
2-3; Folk Dancing Club 4; GAA 4; Pep Club 3-4; 
Book Club 4; FBLA 4, 

GENE STANLEY - Safety Patrol 1-2; FFA 1. 

CINDY ST, CLAIR - Bible Club 3; Pep Club 2-3-4; 
Book Club 3-4; FBLA 4, 

DENNY SUTHERLAND - KVG 2-8-4; Basketball 1; 
Pep Club 4, 

KATHERYN (KITTY) SUTHERLAND - FHA 1-2-3-4, 
Treasuer 3; Pep Club 3-4; GAA 4; Folk Dancing 
Club 2-3-4, 

BETTY SYKES - FHA 1; GAA 1-2-3-4, -Point Re- 
corder 2, Reporter 4; Pep Club 1-2-3-4; Mono- 
gram Club 2-3-4, Secretary-Treasurer 3; Cheer- 
leader 2; Book Club 4; FBLA 4, Treasurer 4; Folk 


Dancing Club 1-2-3-4, 

LINDA LUE TACKETT - 4-H Club 4; Folk Dancing 
Club 2-3-4; FBLA 4; Book Club 4; Science Club 4; 
Pep Club 4, 

JULIA TAYLOR - FHA 1-2=3-4, Secretary 3, Vice= 
President 4; Pep Club 2; Bible Club 1; Folk Danc- 
ing Club 1, 

LONNIE THACKER - Spanish Club 1-2; Pep Club 3-4; 
Folk Dancing Club 3-4; FBLA 4; KVG 4, 

PATRICIA ANN TREADWAY - Bible Club 2-3-4; Book 
Club 3-4; Pep Club 3; Math Club 4, 

DENNIS M, TURNER - Folk Dancing Club 1-2-3-4; 
Pep Club 3-4; KVG 2-3-4; Drama Club 3, 

EUGENE TURNER - Key Club 2-3-4; Folk Dancing 
Club 3-4; Monogram Club 3-4; Basketball 1-2-3-4; 
Baseball 4; Pep Club 4, 

JACK VIERS - FFA 1-2-3-4; Safety Patrol 3-4, 

KYLE VIERS = FFA 1-2; KVG 4, 

MACK VIERS - FFA 1-2-3-4, 

KAREN E, WILLIS - GAA 4; Pep Club 3-4; FBLA 4; 
Book Club 4; SAC 8, 

CLINE WOOD - Science Club 2; Folk Dancing Club 
3-4, 

ROSEMARY WRIGHT - Folk Dancing Club 1-2-3-4; 
GAA 3-4; Monogram Club 3-4; Bible Club 3-4; 
FHA 1; NHS 2-8-4; Science Club 4; Book Club 4; 
4-H Club 3-4; Pep Club 2-3-4; Drama Club 38, 

DAVID YATES - KVG 3-4; Key Club 2-3-4, Vice= 
President 4; NHS 2-3-4, President 4; Pep Club 3-4; 
Folk Dancing Club 2-3-4; Science Club 1; Mono- 
gram Club 4; Baseball 1-4; Track 3-4; FTA 4, 

LOIS ANN YATES - FHA 1-2-3; Pep Club 2-3; 4-H 
Club 4; Book Club 4; FBLA 4; Folk Dancing Club 3, 

RICHIE YATES - Basketball 4; Baseball 4; Folk Danc- 
ing Club 1-2-3-4, Secretary 4; Pep Club 1-2-3-4, 
President 4; Key Club 4; Book Club 4, Vice-Presi- 
dent 4; Science Club 4; Monogram Club 4; KVG 
2-3-4; Drama Club 8, 

R, CLINE YATES - Drama Club 4; Key Club 2-3-4, 
Vice-President 3, Reporter, Sergeant-at-Arms 4; 
Science Club 2-3; KVG 3-4; Monogram Club 3-4, 
Vice-President 4; NHS 2-3-4; Pep Club 2-3-4; 
Football 3-4, Captain 4; Track 4, 

BRENDA (PUNKIN) YOUNG - GAA 1-2-3-4, Point Re- 
corder; Folk Dancing Club 1-2-3-4, Reporter; 

FHA 1-2-3-4, Treasurer; Pep Club 3-4; Drama 
Club 4, 


we . 


Favorites — 


“Democracy is . . . the recurrent suspicion that 
more than half of the people are right more than 
half of the time . . . an idea which hasn’t been 
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disproved yet... | 
E. B. White 


4 


SA 
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oo 
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MOST ALICE YaiORUeGEED 
Brenda Anderson 
Larry Mullins 


BEST ALL AROUND MOST DEPENDABLE 
Sharon Deel Marlene Roberts 
Harry Anderson Roger Bartley 


BEST PERSONALITY 
Paula Counts 
Bill Ratliff 


BEST SPEAKERS 
Mary Anderson 
Lynn Colley 


MOST TALENTED 
Marle :e Roberts 
Duane Deel 


MOST STUDIOUS 
Diana Powers 
Ronnie Bartley 


MOST POPULAR 
Rosemary Wright 


MOST COURTEOUS 
Norma Lyons 
Lynn Colley Bill Mitchem 


MOST SCHOOL SPIRIT ED 
Julia Taylor 
Richie Yates 


FRIENDLIEST 
Brenda Young 
Larry Mullins 


MOST ATHLETIC 
Linda Bise 
Harry Anderson 


MOST ORIGINAL 
Molly Owens 
Roger Phipps 


BEST DRESSED MOST VERSATILE 
Cheryl Owens Gail Delaney 
Kyle Viers Roger Hay 


HAPPIEST 
Linda Tackett 
Paul Kiser 


WITTIEST 
Frances Scott 
Richie Yates 


CUTEST 
Betty Sykes 
Roger Phipps 


Ly, 
"Now the way my "My, my, that was “T'm twice as good 
mommy said to fix it good." and thrice as pretty 
WaSmoun mes ANG! 6-5 


‘If it would only Let's have a show of "I feel a little light 
snow tonight.” legs, boys. headed." 


“What do you mean "It's getting so we Miss Senior is on her 
we're about to get a don't have any more way up. 
run down feeling?” privacy than a gold- 

fish.” 

_ 


"Frances, I just “My Pa just called and "IT refuse to answer on 
thought, isn't poll tax said the cows were out." the grounds that... " 
illegal?" 


DAVE ALDERSON “And if I'm elected, I'l..." + “If you only knew how long it 
son of takes to grow one of these." 
Mr. & Mrs. Eugene Alderson 


"You really know how to hurt “Here, use my pencil to pick “What do you mean, I owe you 
a fellow, don't you?" your teeth." some typing paper?" 


Homecoming Game Crowning of homecoming queen. "It's nice to be back." 


"Don't look at me like that, "Well, I thought it was funny, "Is he looking?" 
you couldn't do any better." didn't you?” 


"Wow!!" Are these seniors or "What a revolting development 
professors at Haysi? thistis..” 


“A new student, and it's a boy. School was never this interest- Key Club hard at work, as 
ing. usual. 


“Wait, let me comb my hair." “Well, would you believe Rich, that might cause indi- 
this?" gestion. 


Some people may think he's What a messy housekeeper. "Well, I have seen more in- 


working but.. . teresting figures. 


Farewell apes 


As our high school years draw to a close, we look back with fond memories upon these wonderful 
moments is students of Haysi High School. 


We graduates will remember our school as a dominant factor’and influence in our lives . . . as 
a stepping-stone to a maturity of self-discipline which will enable us to accept responsibility, Here 
we have learned to pride ourselves in excelling. We have grown up with our school; this graduation 
marks a major milestone in the growth of our future. | 


YESTERDAY IS BUT TODAY’S MEMORY , . . TOMORROW IS TODAY’S DREAM 


Juniors 


“There may be men who can live with- 
_out political rights and without oppor- 
tunity of free individual development, 
but I think this is intolerable for m 

Americans.” 


Albert Einstein 


President - STEVE O'QUINN 
Vice-President - MICHAEL FULLER 


Sec.-Treas. - GLORIA COMPTON 
Reporter - RITA BARTON 


Junior Favorites 


LINDA DAVIS LARRY EDWARDS 
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Patricia Dennis Frankie 
Adkins Anderson Anderson 


Kenny Carl Gary Rita 
Anderson Barton Barton Barton 


Linda Roberta Theda Lynn 
Belcher Blankenship Branham Childress 


Paul Gloria Jean Wayne 
Clevinger Compton Compton 


Cledith Kenny Larry 
Conaway Counts Counts 


Brenda Janice Linda Bonnie 
Davis Davis Davis Deel 


John Henry Maxine Maynard Casey 
Deel Deel Duty Edwards 


Larry Sam Wanda 
Edwards Edwards Edwards 


££ Pe mm _ : 
Cecil Deborah Harold 
Fuller Fuller Fuller 


ssi 


Michael Marcella Roger Patsy 
Fuller Fuller Fuller Fuller 


Helen Rosalie Robert Donnie 
Gartin Gibson Good Harrison 


“Ts sa 


Allene Beulah Sue Elizabeth 
Helbert Hill Hill 


Nannie Mae Alice Faye Keith 
Hill Kell Kilgore 


Larry Morris Ray Leonard 
Kiser Kiser Mitchem Mullins 


James Ralph Wayne Randolph Steve 
Mullins Mullins Mullins O'quinn 


Carter David Feddie 
Owens Owens Owens 


Jack James Jarvil 
Owens Owens Owens 


Owens Owens Owens Owens 


Wilma Brenda George W, Arlene 
Owens Perrigan Powers Puckett 


Earl Mary Belle Dalane 
Ramey Rasnake Roland 


Benny Thelma Elmer Bobby 
Stallard Sullivan Sutherland Sykes 


Johnny Danny Lola Martha 
Sykes Taylor Taylor Taylor 


Harvey Jimmy Tom 
Thacker Thacker Viers 


Norma Clay Lonnie 
Willis Wood Yates 


Mess 
Rebecca Sadie 


Yates Yates 


MOST AMBITIOUS 
Janice Davis 
Sam Edwards 


GUT EST 
Brenda Davis 
Benny Stallard 


“This nation was conceived in liberty 
dedicated to the proposition that hones 
may honestly disagree...” 

Elmer Davis 


S 


Donald 
Anderson 


Willard 
Conaway 


Gerald 
Anderson 


Curtis 
Barton 


$0 tas 


eee 


Set 


Dianah 
Breeding 


Brenda Gail 
Counts 


Gerald 
Arrington 


Rebecca 
Belcher 


Eddie 
Charping 


Donnie 
Counts 


Ronald 
Arrington 


Rhonda 
Belcher 


Ann 
Cochran 


Jerry 
Counts 


Alice Fay 
Colley 


Counts 


Arbutus 


Cumbo Davis Deel Deel Deel 


Ronnie Sheila Carole Douglas Jerry 
Deel Duty Edwards Edwards Edwards 


Sherrel 
Edwards Edwards Edwards _ 


Barbara Sue Wanda Agnes Billy Gary 
Farmer Farmer Fuller Fuller Fuller 


Joey Judy Lonnie Darrell Roger 
Fuller Fuller Fuller Harrison Hall 


Theda Jerry Ralph Danny Harold 
Hay Hicks Hicks Hill Lester 


a 


Joyce Barbara Jean Elizabeth 
McCowan Mullins Mullins 


ae we Ley 2 
Glenda Leslie Patty Sue Shirley Trenton 
Mullins Mullins Mullins Mullins Mullins 


Roger 
Puckett 


Vanita 
Mullins 


Walter 
Mullins 


Eddie 


Merle 


y 
| 


Mildred 
O'quinn 


w0o#7 
Gregory 
Owens 


Norman 
Phipps 


Janice 
Rasnake 


Roger 


O'quinn 


Ronald 
Owens 


YaeS 


Linda 
Powers 


Powers 


Jeanne Barry Jerry Tim 
Ratliff Reed Rice Robinson 


aupessnoes 


Richard Virginia Bruce Susan Andy 
Rose Rose Rush Short Silcox 


Carole Omar Ronald Vivian Wanda 
Silcox Stanley Stanley Sutherland Sutherland 


Haskell Bernard Diana Juanita Margaret 
Sykes Taylor Taylor Thomas Treadway 


Dennis Johnny Lana Sabrey Gloria Jean 
Turner Turner Turner Turner Viers 


Woody Kathy Roy Harold John 
Viers Wallace Wallace Willis Willis 


VE , ae 
Marie Patton Billy Joe Dolly June Larry 
Willis Willis Woods Yates Younce 


"Hey, where did my "Are any of my Phys. 
class go?" Ed. girls back here?" 


Yi le 


ING 


- wee 


Janice Gerri Agnes Arbutus Barbara Sue Carolyn 
Cumbo Daniels Davis Deel Deel Deel 


EZ 
Teresa 
Duncan 


Jeanette Jimmy 
Deel Deel Deel 


Jetty Lois) Ralph Jerry | Judy Polly 
Edwards Edwards Edwards Fletcher Fuller Fuller 


: _. : ] : oh peti oo 
Roger Ray Vaughn Carol Deborah Gary Kenneth 
Fuller Fuller Gilbert Hay Hay Hay 


Lillie Carl Patricia Linda Gary Walter 
Hay Helbert Hill Hylton Johnson Jones 


Johnny Lee 
Owens 


Beatrice 
Rice 


. \ 
= pase 
ceoneate\ 
ge os 
. see 


oS 
Shelda 
Sutherland 


S Ses 


Vickie 


Laura 
Robinson 


Sutherland 


Donna Marie 
Rose 


Patsy Ruth 
Stanley 


Deborah 
Sykes 


Shirley 
Owens 


Ronald 
Rose 


Diana 
Stallard 


Theda Kay 
Owens 


Timothy 
Salyers 


Charles 
Smith 


Sheri 
Tarwater 


Charlene 


Payne 


Us 


U 


Chester 
Stiltner 


Donnie 
Thacker 


Victor Jimmy Ronnie Florence 
Thacker Turner Turner Vanover 


Elsie Jerry Shirley Willard 
Wainpler Willis Willis Woods 


© 


Angela Kenneth Irene Joan William Henry 
Yates Yates Yates Yates Yates 


NOT PICTURED 
Billy Conaway 
L. H. Edwards 
Ernest Mullins 
Victor Mullins 


"Well, since 
you're a Colley 
maybe I'll... 


"Well, you 
see, “it's very 


" " 


SLINple™® | ca. 
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ey 


Linda Janie Lou 
Adams Allen 


NEC: Sherry Johnny Charlotte Gerald Guy 
Baker Ball Bartley Barton Barton Barton 


Ruby Ginger Patsy Sue Dreama Carrie Alene 
Barton Belcher Belcher Borders Bowman Boyd 


Ronald Lay mond Wayne Darrell Larry James 
Burnette Caudill Clevinger Coleman Collius Colley 


YY 


Kathy Larry Garnie Kathy Irene Terry 
Colley Compton Conaway Conaway Counts Counts 


Charles Geneva Charles Cleamis 
Culbertson Davis Deel Deel 


David Donnie Dowline Ellis Wayne Gallie Hazel 
Deel Deel Deel Deel Deel Deel 


— 


Jimmy Juanita Larry Michael “Marlo Wilma 
Deel Deel Deel Deel Deel Deel 


iy 


. eK : mg Ty | 
John Audrey Arnold Earl Elizabeth Glenda 
Dorton Dotson Edwards Edwards Edwards Edwards 


Kendrick Kenny Larry Neil Royce Serita 
Edwards Edwards Edwards Edwards Edwards Edwards 


“| 
wh 
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Patricia Anna Lee Bobby Brent Carolyn David 
Farley Fletcher Fuller Fuller Fuller Fuller 


Iris Lewie Cathy 
Fuller Fuller Garrett Gilbert Gilbert 


Randall Richard Clayton Edith Kathy Frances 
Goins Good Hackney Hackney Hackney Hall 


Juanita Linda Charles Doyet 
Hall Hay 


Fon Randy Lynn Danny Rhonda 
Hill Honaker Hylton Johnson Johnson 


Denver 


Lester 


Brenda Teresa David Lola Agnes Inis 
Mitchell Mitchem Moore Moore Mullins Mullins 


% 
Janice Kenneth Sheila Tony Cleavis Elizabeth 
Mullins Mullins Mullins Mullins O'quinn O'quinn 


Mark Sheila 
Owens Owens 


Shirley Susie Teddy Teresa Willard 
Owens Owens Owens Owens Owens 


Zane Jerry Martha Emest Myra Pamela 
Owens Perrigan Phillips Powers Powers Powers 


Larry Carol Sue Johnny Marcus Patsy Lawrence 
Raines Ramey Ramey Ramey Ramey Rasnake 


Jimmy Peggy Dora Louise Brenda Dayne 
Ratliff Reece Reed Reliford Robinson Robinson 


Larry Blaine Bobby Teddy Bobby ~ Donnie 
Rose Sheckler Silcox Slone Stacey Stanley 


Gary 
Stanley 


Pig wiley, 


A eS 
Marilyn Wayne Sue Blaine Freddy 
Stanley Stanley Stapleton Sutherland Sutherland 


Luther 
Sutherland 


Richard Johnny Lexie Donald Thana 
Sutherland Sykes Tackett Taylor Taylor 


Johnny Joyce Mickey Kenny Timmy 
Turner Turmer Viers Wallace Wallace 


Willis 


Not Pictured 


Curtis Deel 
Bobby Hall 
Fern Mullins 


Charles Jason Vester Bernice Danny Herman 
Woods Woods Yates Yates Yates 


Not Pictured 


Johnny O'quinn 
Carter Stanley 


Leaders 


Suture 


ee. 


2 


Elementary 


“The winning of freedom is not to be compared 
to the winning of a game — with the victory re- 
corded forever in history. Freedom has its life in 
the hearts, the actions, the spirit of men and so it 
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must be daily earned and refreshed . . . 
Dwight D. Eisenhower 


Seventh Grade 


serene TEER 


David Kathy Marsha Janet Don Dwight Terry 
Anderson Anderson Anderson Arrington Bartley Bartley Bartley 


J : chads : 
Jeff Lowell Judy Peggy Johnny Minta Kelster Loretta 
Barton Barton Belcher Belcher Borders Boyd Branham Branham 


yy, : 


« a : & H f %. Y 4 i Se iS > : ih 
Senna Richie Earl Tommy Sandy Debra Vadie Susie 
Branham Childress Coleman Coleman Colley Compton Conoway Counts 


SN 
S 


Ae 


Wanda Wilma Audrey Brenda Donnie Dorthy Glina Jessie 
Counts Cumbo Deel Deel Deel Deel Deel Deel 


Meryl Michael Roger Lee Ronnie Carolyn Irene Janet Ronnie 
Deel Deel Deel Delaney Edwards Edwards Edwards Edwards 


\4 


SSS 
Scottie Barbara Sandra Betty Richard Jimmy Johnny Linda 
Edwards Fields Fletcher Frazier Frazier Fuller Fuller Fuller 


Lois Roger Daniel Larry Jewell | Sandra Paul Roger 
Fuller Fuller Gartin Hall Hay Hall Hill Hill 


—_ a : : ue ik - . SS “es 
Patircia Rebecca Roy Ronnie Donald Cicero Linda Wilma 
Johnson Kilgore Kiser Lowe McCown McKinny Mitchell Mitchell 


te oll. lis | i =o SE RES ES 
Darlene Jack Kathy Madge Dorothy Ailene 
Mullins Mullins Mullins Mullins Nowlin O'quinn O'quin Owens 


6 ) Tu 
fi (pss, 
: _. Oy Ey fia: : - 
Cheryl Dennis Joyce Linda Mark Phillip 
Owens Owens Owens Owens Owens Owens 


‘Sonny Ronnie ti Charles Freddy Gar . Randy 
Owens Owens Perrigan Phipps Puckett Puckett Ramey Ramey 


. » ie 
vf Ant 
- : 3 : aks Sk <a ti x é i : | rae 
Trecia Dianne Kathy Una Gay Wilma Calvin Jan Joyce 
Ratliff Reece Reece Reed Reed Reliford Robinson Robinson 


Carlos Carolina Nancy Pamela Billy Pamela Rita Robert 
Rose Rose Rose Rose Sexton Silcox Silcox Slone 


Evangeline Bobby Bonnie Paula Ruby Virginia Janice David 
Stacy Sutherland Sutherland Sutherland Sutherland Sutherland Sykes Taylor 


ae 


Dennis Terry Eugene Judy Merle Rita Barbara Diana 
Thacker Thacker Turner Turner Turner Turner Viers Viers 


Hardin Kelly Lucille Brenda Elmer Jimmy Sue Darlene 
Viers Viers Viers Wallace Wallace Wampler Wampler Weingarten 


Bobby Debra Larry Margarett Debra Jane — Mary Danny 
Willis Willis Willis Willis Wood Wood Woods Yates 


se 


Darrell Gloria Ina Nancy Rose Vickie 
Yates Yates Yates Yates Yates Yates 


Sixth Grade 


c. 


David David Ricky Cindy Lou Keith Brenda Mackie Billy 
Adkins Allen Arrington Artrip Barton Borders Boyd Branham 


Lf 


# 


a. 


Brenda Rocky Lane Deborah Hazel Versie Danny David Glenna 
Carty Clevinger Deel Deel Deel Edwards Edwards Edwards 


Rita Henry Mabel Themis Dennis Johnny Charlotte Clayton 
Edwards Fuller Fuller Hackney Harrison Hicks Hill Justice 


Leslie Alice Faye Randy Richard Gary Kenneth Sally Burlin 
Justice Mullins Newberry Nowlin O'quinn O'quinn O'quinn Owens 


Daniel Dennis Toni Phoeba David Ray Sall Kent 
Owens Owens Perrigan Phillips Powers Powers Reed Robinson 


Kenneth Earnest Della Jerry Sonya Brenda Dennis Mark 
Rose Rush Slone Stanley Stanley Sutherland Sutherland Sutherland 


Teddy Ervin Melster Julie Karen Sue Janice 
Taylor Wallace Wallace Wample. Willis Willis 


Fifth Grade 


> : oS 


Catherine Deborah Susie Biff Angela Polly Frankie Johnnie 
Bailey Bartley Barton Belcher Blankenship Boyd Burnett Coleman 


Michael Bertha 
Coleman Conaway 


Barry Claudie Crystal Georgie 
Davis Deel Deel Deel 


Rey 


tae 


Jerry Mary Nancy Glenda Clida Hank Pamela Deborah 
Deel Deel Deel Dingus Edwards Fields Fink Fuller 


Ole 


Johnny Linda Tony Phyllis Clinus Dennis Ronnie Connie 
Fuller Fuller Garrett Hackney Hall Hall Hall Herndon 


UYES 


ais SSRIS. 
Campbell Rick Daniel Peggy . Betty 
Kell Moore Mullins Musick O'quinn 


Michael Michael 
Hill Johnson 


ik 


Jarrell Ricky 
O'quinn 


Marilyn David Dennis 
Owens Powers Powers 
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Lois Vickie Carroll Darrell Patricia Jackie Joe Terry 
Powers Raines Rasnake Rasnick Robinson Sexton Short Stevens 


Rita Jerry Jeffrey Jerry Billy Phyllis Nancy Deborah 
Stevens Stanley Thacker Thacker Viers Viers Wallace Willis 


Wilson Yates Yates Yates 


Fourth Grade 


Ike Deborah Rebecca Collen Billy David Danny James 
Bowman Branham Cantrell Counts Deel Deel Edwards Edwards 


Jane Sharon Sonia Ellen Clifton Retha Carter Janet 
Edwards Edwards Edwards Fuller Gilbert Gilbert Harrison Hill 


Bobby Cassie Randall Adrian Charlotte Sherry Fred George 
Mullins Mullins Napier Powers Powers Powers Ramey Ramey 


Judy Frances Billy Lois Dianne Dennis Terry Larry 
Ramey Rose Slone Sutherland Thacker Vandyke Willis Woods 


Linda Barbara Bessie Carolyn Deborah Steve Shelia 
Woods Yates Yates Yates Yates Yates Younce 


Third Grade 


Jimmy Tony John Howie Connie Benford Norma Robin 
Barton Barton Beer Belcher Church Colley Colley Colley 


Johnny Ruth Alice Steve Vickie Michael Gary Jackie 
Edwards Edwards Epling Fuller Fuller Garrett Hackney Hackney 


Timothy Larry Johnny Gerald Duff Robin Chad Marion 
Hill Mitchell Moore Mullins Owens Powers Reed Reed 


Hal Sandra Kathy Scotty Ella Raye Jerry Jeffery Deborah 
Robinson Robinson Saylor Short Slone Sutherland Tomecko Viers 


Johnny Sherry Trula Teressa Ronnie Vicki Earl 
Wallace Wallace Wallace Wampler Woods Woods Yates 


Second Grade 


AN: 


Robert Tony Jimmy Mamie Margena Christine Linda Gilbert 
Allen Arrington Bostic Bowman Burnett Chapman Church Clevinger 


i 
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ee 


Reva Terry Janet Jeffrey Sandra Dean Iteana Johnny 
Colley Colley Deel Deel Edwards Hackney Hackney Hackney 


James Roger Harold Kathy Anthony Sherry Donald 
Mullins Owens Owens Perrigan Powers Reed Robinson Stiltner 


~ 
> 


Sa 
Robert Frank Jane Sonny Clarance Jaunita Paula Bana 
Sutherland Thacker Vandyke _ Viers Walden Wallace Wallace Willis 


33 


Caroline Cathy Deborah 
Woods Woods Woods 


Second graders learn . . and helpful, too. 
to be courteous . . 


First Grade 


Jewanna Jedda David Portia Ricky Carolyn Melvin Donna 
Bartley Belcher Blankenship Burnett Cantrell Davis Deel Edwards 


Ricky Ray Avery Eugene Geneva James Donald Evon Pamelia 
Edwards Hackney Hackney Hackney Hill Mullins Mullins Mullins 


oso 


Chandera Diana Farrel Wilma Jody Bill Linda Billy 
Owens Owens Owens Owens Powers Powers Ramey 


7 


TONY 


Mary Jo Rocky Jeffrey Curtis Eddie Kenneth Lillie Ann Ellis 
Roberts Robinson Slone Stacy Sutherland Tomecko Walden Wallace 


Mona Lisa Donna Clay Jim Marcia Ricky Tina Fern 
Wampler Willis Woods Woods Woods Yates Yates 


What do you mean, 
"Seniors have more 
fun?" 


Who says two heads 
aren't better than 


one? 


Frimary 


SFtallow een 


m rg 
and 


Queen 


DONNA WILLIS 
JODY POWERS 


Clem entary 
Stalloween 


ing 
and 


Queen 


DEBORAH FULLER 
RONNIE PERRIGAN 
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Organizations 


“Before we put down our bets on a revolution- 
ary movement, we have a right to ask that it, 
like ours, have the broad goals of freedom 
and human welfare clearly before it... ” 
Clinton Rossiter 


HAYS! 
HIGH SCHOOL 
VIRGINIA 


Hey Club 


Sponsor, Mr. Short; President, Larry Mullins; Vice-President, David Yates; Secretary, Lynn Colley; 
Treasurer, Roger Bartley; Reporter, Cline Yates, 


A oY, Olub y Oweeltheart 


GAIL DELANEY 


Student Advisory Council 


Sponsor, Mr. Lee Deel; President, Marlene Roberts; Secretary-Treasurer-Reporter, Paige Musick. 


National jtonor Socrety 


Sponsors, Roy Deel, Charles Yates; President, David Yates; Vice-President, Allene Helbert; Sec- 
retary, Marlene Roberts; Treasurer, Ann Ramey; Reporter, Harry Anderson. 


a : 
Future Seachers of ‘America 
Sponsors, Ethel Davis, Zane Counts; President, Marlene Roberts; Vice-President-Reporter, Diana 
Powers; Secretary, Sharon Deel; Treasurer, Ann Ramey. 


‘ ) aa) , 
Future Business Leaders of “America 
Sponsors, Homer Deel, James Robinson; President, Paige Musick; Vice-President, Diana Powers; 
Secretary, Gail Delaney; Treasurer, Betty Sykes; Reporter, Linda Davis. 


Faper Staff 


Sponsor, R. C. Hay; Co-Editors, Marlene Roberts, Sue Powers; Business Manager, Ann Ramey; News 
Editors, Norma Lyons, Diana Powers; Sports Editors, David Yates, Lynn Colley; Artist, Wayne 
Burnett; Chief Typist, Gail Owens; Typists, Norma Lyons, Diana Powers. 


_ . | 
Drama Club 


Sponsor, Eula Phillips; President, Marlene Roberts; Vice-President, Bill Mitchem; Secretary-Treas- 
urer, Sharon Deel; Reporter-Business Manager, Wayne Burnett. 


ye Ge 


a) : 
Future Htomemakers of America 
Sponsors, Katy Jo Powers, Dawn Amburgey; President, Bertha Fuller; Vice-President, Julia Taylor; 


Secretary, Joyce Fuller; Treasurer, Brenda Young; Reporter, Marie Deel; Chaplain, Ann Cochran; 
Parliamentarian, Rhonda Belcher; Historian, Dianah Breeding. 


Future Sarmers of “America 


Sponsors, Erdman Mullins, Ray McAllister; President, Kelly Rose; Vice-President, Casey Edwards; 
Secretary, Feddie Owens; Reporter, Larry Younce; Treasurer, Lynn Childress; Sentinel, Kedric 
Edwards. 


ORT: 


Sponsors, Jack Colley, Clayton Colley, Jack Turner, Betty Deel; President, Roger Bartley; Vice- 
President, Rebecca Belcher; Secretary-Reporter, Rebecca Edwards; Treasurer, Roger Hay. 


ay, 
Wr, Alpha Theta 
Sponsors, Leonard Powers, Roy Deel; President, Bill Ratliff; Vice-President, Ronnie Bartley; Sec- 
retary, Sharon Breeding; Treasurer, Larry Mullins; Reporter, Diana Taylor. 


Dible Clab 


Sponsor, Phillip Sentell; President, Marlene Roberts; Vice-President, Ann Ramey; Secretary-Treas- 
urer, Rebecca Belcher; Reporter, Rita Barton; Songleader, Paula Counts. 


yj 
] 
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Book Club 


Sponsor, Violet Tarwater; President, Sharon Breeding; Vice-President, Richie Yates; Secretary- 
Treasurer, Roger Hay; Reporter, Richard Powers. 


Mon OgfL dm Club 


Sponsor, Norman Mullins; President, Harry Anderson; Vice-President, Cline Yates; Secretary- 
Treasurer, Beth Mullins; Reporter, Lynn Colley. 


Zee (Nils 


Sponsor, Jolene Hay; President, Rebecca Belcher; Vice-President, Theda Hay; Secretary-Treasurer, 
Scotty Powers; Reporter, Lynn Colley; Songleaders, Rosemary Wright, Gail Delaney. 


ite cameos | Se 


Senior Pep Olib 


Sponsors, Joyce Turner, Homer Deel; President, Richie Yates; Vice-President, Brenda Perrigan; 
Reporter, David Yates. 
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Sponsors: Joyce Turner, Homer Deel 


. 


G : 
Folk Dancing Club 
Sponsors, Mary Colley, Bob Baker; President, Wayne Mullins; Vice-President, Molly Owens; Sec- 
retary, Richie Yates; Treasurer, Debbie Sykes; Reporter, Brenda Young. 


Girls’ Athletic Assocration 
Sponsor, Mary Colley; President, Brenda Anderson; Vice-President, Linda Powers; Secretary, Wanda 
Sutherland; Reporter, Betty Sykes; Point Recorder, Brenda Young; Chaplain, Rebecca Belcher. 


Patrol 


Safely 


Roger Bartley. 


tenant, 
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L 
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Danny Mulli 


in, 


Capta 


Jack Colley; 


Sponsor 


Erdman Mullins 


SPONSOR 


Athletics 


“If we win men’s hearts throughout the world, it 
will not be because we are a big country but be- 
cause we are a great country. Bigness is imposing. 
But greatness is enduring.” 


\ Adlai E. Stevenson 
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COMMON 
VALOR 
14 WAS ACOMMON 


xREVOLUTIONARY-WAR:1775 ~1783 « FRENCH NAVAL WAR 1796-4 


Stomecoming Queen 


KAREN WILLIS 


omecomin te 


Queen’s 


Court 


ROSEMARY WRIGHT 


LOLA TAYLOR 


GAIL DELANEY 


Tiger Captains 


HARRY ANDERSON 
Second Team All-District 
Quarterback 
CLINE YATES 
Honorable Mention in All- 

District Standings As 
Halfback 


Varsity Football 


FIRST ROW: Rodney Mullins, Larry Compton, Bruce Rush, Randy Honaker, Mark Owens, Eddie 
O'quinn, James Colley, Victor Thacker, Billy Mullins. SECOND ROW: Steve O'quinn (Manager), 
Donald Taylor, Mike Mullins, Bill Mitchem, Lynn Colley, Cline Yates, Donnie Counts, Harvey 
Thacker, Feddie Owens, Ray Mitchem, Buddy Phipps, David Yates (Manager). THIRD ROW: 
Wayne Compton, Earl Barton, Roger Puckett, Danny Taylor, Shearl Duncan, Johnny Sykes, Harrv 
Anderson, Kenny Counts, Sonny Wayne Burnett, Gary Fuller, Lonnie Yates, Roger Deel. 


CorCaptatt Co-Captain MIKE MULLINS 
HARRY ANDERSON CLINE YATES Girard 


Quarterback Halfback 


WAYNE BURNETT 
End 


SHEARL DUNCAN 
Fullback 


BILL MITCHEM 


Wingback “Ptayst 1GeLs )) 


RAY MITCHEM 
End 


LYNN COLLEY 
Center 


LONNIE YATES 
End 


a oe oe oe 
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EARL BARTON 
Guard 


GARY FULLER 
End 


KENNY COUNTS 
End 


DANNY TAYLOR 


—— ) : Wee Quarterback 


Visca 


ROGER PUCKETT 
Guard 


DONNIE COUNTS 
Halfback 


Bh 


tyes 
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Oarsity Basketball 


From Left to Right: Casey Edwards, Kieth Kilgore, James Owens, Ray Mitchen, Kenny Counts, 
Eugene Turner, Kenny Anderson, Roger Phipps, Harry Anderson, Larry Younce, Johnny Sykes, Gary 


Edwards, Roger Hay, Wayne Compton. 


ZA 


ROGER PHIPPS 


Center 
_ _ , Not 
EUGENE TURNER Pictured 
Forward DAVE ALDERSON Guard 
Guard 


LARRY YOU NCE 
Forward 


JAMES OWENS 
Guard 


KENNY ANDERSON 
Center 


6 . Cj? 
JSuntor Varsity Basketball 
FIRST ROW, Left to Right: Larry Compton, Ronald Rose, Eddie Oquinn, Danny Yates, Stearl Bran- 


ham. SECOND ROW: Tim Salyers, Haskell Sykes, Lonnie Fuller, Leon Rasnake, Johnny Tumer, 
Marlon Colley, Jerry Fletcher. 


Track Team 


Coaching Staff 


NORMAN MULLINS: Varsity Basketball - Assistant Football Coach - Baseball, Track 
HOWARD HARRISON: Assistant Basketball Coach - Junior Varsity Football 
BOB BAKER: Varsity Football - Junior Varsity Basketball - Track 


NORMAN MULLINS BOB BAKER HOWARD HARRISON 


C4 e erle d ders 


BETH MULLINS MRS, JOYCE TURNER LINDA POWERS 
Sponsor 


SUE POWERS DIANA TAYLOR 


ROSEMARY WRIGHT 


MILDRED BAILEY MELINDA COLLEY 
Substitute Substitute 


In A [pprectatton 


On behalf of the school, we, the an- 
nual staff, wish to express our deepest 
gratitude for the unending services 
which you have rendered throughout 
this year, 


BUS DRIVERS 
FIRST ROW, Left to Right: Roby Edwards, Bobby 
Deel, Lewis Edwards, Ernest Stapleton, SECOND 
ROW: Clifford Hill, Holiday Edwards, Jack Mullins, 
Fletch Counts, Vol Mullins, Lacy Viers, Bob Owens, 


COOKS 
Left to Right: Myrtle Edwards, Lillie Colley, Lavonie Owens, Barbara Edwards, Hettie Hearl, Julie Turner, 
Allene Vandyke, Bessie Powers, Lillie Epling. 


JANITORS 
Left to Right: Trig Anderson, Dolly Powers, Kelly Edwards, 


Vie 


Wy S 
oe oo 
Ne 

WY 


— 


Sx 
\S 


ohmidanannionnensaennnnnmeueenannanennneggeeiaiaeneneneREHEN THAN NI: 


SR oR NNR NR se eNO ATE LLL AE LLDPE LEO LES 


- Advertisers 


“Where liberty dwells, there is my country.” 
Benjamin Franklin 


COMPLIMENTS OF 


CLINCHFIELD 
COAL COMPANY 


Sas 
ye 


COMPLIMENTS OF 


POWERS CHEVROLE 


Haysi, ee ee Phone 
Virginia oe ao 865-2441 


CUMBERLAND 
BANK AND TRUST CO. 


LET US HELE SAVE YOUR MONEY 
Phone 2541 Hay siyeVa: 


COMPLIMENTS OF 


PIGGLY WIGGLY 


Grundy, Virginia 


COMPLIMENTS OF 


BREAKS’ MOTOR SALES, INC. 


Phone 865-2171 


Haysi, Virginia 


Come In and See the Totally All New Line-Up of FORDS 
There!s a FORD in Your.Puture -spuy One Right Away 
WesAres your hricndliy WORD Dealer 


We Would Like to Announce That We Are Your New 
INTERNATIONAL Franchise Dealers in This Area 


HAYSI FLORAL 
GIFT SHOP 


ETTA MAE FULLER 
MARY L. OWENS, 
Owners 
"Flowers for All Occasions"! 


Phone 865-4415 


Compliments of 


THE 


DICKENSONIAN 


Dickenson's Own Local 
News and Advertising 
Medium 


Clintwood, Virginia 


Haysi 5a Vien 


RATLIFF’S 
JEWELRY SHOPPE 


Keepsake Diamond Rings 
and Bulova Watches 


Musical Instruments 


"Gifts for All Occasions"! 


Phone 865-2161 MHaysi, Va. 


Congratulations 


WDIC sTATION 


Clinchco, Virginia 
'The Voice of the Cumberland" 
Officers: 

W. C. Southern, President 
Remire Sutherland, Manager 
Betty Large, Assistant Manager 
Earl Baker, Director 
Keosv. Herndon Director 
Olney Edwards, Director 


RADIO 


Compliments of 


OWEN’S SUPER MARKET 


THE 
FAMILY SHOP 


Phone 935-2596 


Fresh Meats and Groceries 
Grundy, Virginia 
"Friendly Service” 


Phone 865-3101 Haysi, Va. 


HAYS! FUNERAL WESTERN AUTO 
HOME 


DONALD K. OWENS, Manager 


24 Hour Ambulance Service Auto Parts, Appliances 
Lady Attendant Toys, lites 
Sporting Goods 


Phone 865-3791 MHaysi, Va. Phone 865-3131 MHaysi, Va. 


5-10 BEN FRANKLIN 5-10 


Your Best Place to Shop 


Grundy, Virginia 


Compliments of 


B. & L. MAYTAG CO., INC. 


Complete Home Furnishings 
Better Furniture - Moderately Priced 


Grundy, Va. Feds Creek, Ky. 


Compliments of 


EPLINGS MANUFACTURING CO., INC. 


Builders of Truck-Mining Machinery 


Grundy, Va. 


Compliments of 


FOODHAVEN, INC. 


Phone 935-2964 Grundy, Va. 


Compliments of 


ABINGDON GROCERY CO. 
INC. 


Wholesale Grocers 


Abingdon, Virginia 


E & S GROCERY COMPANY 


EDWARDS AND SONS 


GENERAL STORE 


Birchlear Var 
Phone 3327 


Compliments of 


JOHNSON’S 


Western 
5 & 10 TO $1.00 STORE Auto 
Associate 
Store 
(Your ''Ben Franklin" Store) 


Compliments of 


Main Street 


Clintwood, Va. 


Clintwood, Va. Phone 3811 


Compliments of 


Compliments of 
HAYSI FARM SUPPLY 


Southern States Cooperative 


MICK OR MACK STORE 


We Handle Farm Supplies and 
Furniture of All Types. Get Groceniectandiicate 
Your Fertilizer and Seed Here. 


Haysi, Virginia 


Grundy, Virginia 


MOUNTAIN FORD SALES 


Phone 
9260-2661 


and 
926-6541 


Vee. WracdestOelrade .odin 


RIVERSIDE PONTIAC 
CORPORATION 


(CGMUG, Ise wie les 


Phone WE 5-2592 


Grundy, Virginia 


SANDLICK Compliments of 
GENERAL STORE 


DR. C. D. KING 


Birchleat. Va. 


Owners: GUY EDWARDS 
ERWIN YATES Clintwood, Virginia 
Amoco Gas and Oil 


Compliments of Compliments of 


HAYSI <e 
BEAUTY SHOPPE a orem 
'"Permanents, Styling, 

and Settings'"' 


Ph. Clintwood 66333 


Haysi, Virginia Clintwood, Virginia 


HAYSI ESSO STATION 


RUS YosB A Rei 
Owner 


Esso Products and 
Richmond Tires 


Phone 865-9711 Haysi, Va. 


GILLESPIE & CARTRIGHT, 
INC. 


Re CG. GIVE SPIby President 


"The House of Quality Purniture™ 


Phone 935-2668 


Grundy, Va. 


Compliments of 


GRUNDY FAIRWAY 


Phone 5-2863 Grundy, Va. 


Compliments of 


DR. MARCUS ARNOLD, JR. 


OP TOME ERIS: 


Phone 935-2993 Grundy, Va. 


MODERN DRUG STORE 


Drugs - Cosmetics 


Fountain Service 


Phone 865-9841 Haysi, Va. 


Compliments of 


CARTER HOME 
IMPROVEMENT CO., INC. 


Complete Home Furnishings 


Phone 5411 Clintwood, Va. 


ROYAL LAUNDRY CO. 
INC. 


Sanitone Dry Cleaning 


HAROLD RATLIFF, Manager 


Phone 935-2481 Grundy, Va. 


MINGO LIME & LUMBER 
Co. 


"Everything to Build With"! 


Phone 935-2141 Grundy, Va. 


Compliments of 


DR. L. L. HESS 
DENTIST 


Grundy, Virginia 


Compliments of 


CITY MARKET 


Webhne sweetness Of price us 
not worth the bitterness of 
poor quality'' 


Phone 3801 Glintwood, Va. 


Compliments of 


SAYER BROTHERS 
DEPT. STORE 


Walnut Street Grundy; Va. 


HAYS! MOTOR MART 


The Best in Used Cars 


Phone 865-4459 Haysi, Va. 


Compliments of 


CLINTWOOD AND 
HAYSI AUTO SUPPLY 


Clintwood, Virginia 


Compliments of 


O’QUIN’S 
DEPT. STORE 


Grundy, Virginia 


COLLEY FABRIC 
SHOP 


The Best Material 


for Ladies Who Sew. 


Haysi, Virginia 


Compliments of 


BARTON’S T.V. SERVICE 


Phone 865-3471 


lay Sis et V ac 


Compliments of 


HANSEL ‘‘GABE”’ FLEMING 


Compliments of 


CLINTWOOD 
DEPARTMENT STORE 


"Clothing for the entire family" 


Phone: Clintwood 3431 
Clintwood, Va. 


Compliments of 


CLINTWOOD LUMBER 
AND SUPPLY 


N'A Builders Paradise!" 


Phone 2441 


Clintwood, Virginia 


Compliments of 


MULLINS & STEELE 
CHEV., INC. 


A New World of Worth 
From Ghevroler, Ghevy, I 
CGorvair . Gorvette 


od 


Clintwo — Virginia 
CHEVROLET 
a 


Ph. 926-6636 Ph. 926-2401 


Compliments of 


JOHN’S 
FLOWER SHOP 


"Say It With Flowers'!! 
JOHN FLEENOR, Owner 


Phone 935-2146 Grundy, Vay 


Sundries Fountain 


MIDWAY DRUG 


Uy our Prescriptionsstoce. 
Phone: 935-2118 
Grundy, Va. 


Phone 926-6555 


CITIZEN’S DRUG CO. 


Thesprescriptionsstore 


Glintwoocdms Var 


Located Behind the 
Gity Marketi u 


Compliments 
of 


MODERN MARKET 


"Quality Foods for 


Emery Need 


Compliments of 


RAINES 
MOTOR SALES, INC. BERNARD RAKES 


Rambler Lark 
REO Wteucks 


Compliments of 


Treasurer 
and 
Otirce Staft 
Virginia of 
Dickenson County 
RAMBLER Service Phone 926-2231 Clintwood, Va. 


Compliments of Compliments of 


ANDERSON’S HAYSI 
DEPARTMENT STORE DEPARTMENT STORE 


Mimestriendiy, Counrtcous service 


nea d Ruby" Milaysius Oldest Deptaiotore 
of Audrey an uby 


Phone 865-2361 Haysi, Va. Haysi, Virginia 


Compliments 


HAYSI HARDWARE of 
AND FURNITURE CO. CLINTWOOD 


Frigidaire and Maytag Appliances ESSO STATION 


Hanna Paints 


Phone 865-2261 Haysi, Va. Phone 926-4291 Clintwood, Va. 


TERRY CHEVROLET Compliments of 
SALES INC. 


CAROLINA PAD 
AND PAPER CO. 


Use FAT BOY Note Book Paper 
Phone 935-2891 Grundy Vox 


Compliments 
of 


HERFF JONES CO. 


Manufacturing Jewelers and Stationers 


1401 - 1419 North Capitol Ave. 
Indianapolis 7, Ind. 


Class Rings and Pins 
Commencement Announcements 
Personal Cards 
Trophies 
Medals 


Compliments of 


OPTICAN BROTHERS COMPLIMENTS OF 


As one of our customers always writes us 
--"It's a pleasure to do business with an old 
established Firm." Alert to your needs, in- 
stant service and a strong desire to please. 


People ss Department store 
Clintwood, Va. 


Everything to make your carnival, bazaar Haysi Radio Service 


or fair a huge success. Catalog available Miller Funeral Home 
upon request. Home Hardware Co. 
ifviivany Dee reebles 
300 West 9th St. ARG Leds 
Kansas City 5, Mo. 


Compliments 


of Compliments of 


DR. THERIL REEDY 
DR. YAMSHON 


940 KCS 


GOOD LUCK 


GRADUATING 
CLASS 
OF 
1965! 


5000 Watts 
Daytime 
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TAYLOR PUBLISHING COMPANY 
“The World's Best Yearbooks Are Taylor-made™ 
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